ROCK HILL NEWSSTAND, ROCK HILL, 


PIX THEATRE 

This utra-modem, fireproof, air-conditioned £ 
movie house is one of the country's smartest. £ 
It was designed by a staff of New York ^ 
architects and built in 1940 at a cost of 2 
$ 100 , 000 . 00 . 
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14—Pix Theatre, Bock Hill, S. C. 
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